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SUB J : ELECTRIC GENERATORS USED FOR IDB MEETING 
REF: A. KE LLY - ROBERTS TELECON 5/14/73 

B. KINGSTON 1543 

C. KINGSTON 1234 

1. AS SUGGESTED PARA 2 REF B, GENERATORS USED IN CONNECT- 
ION IDB MEETING ARE PROPERTY OF US ARMY AND ARE NOT RPT 
NOT FOR SALE. EVEN IF THEY WERE, THESE MILITARY 
GENERATORS, ABOUT 200 KVA EACH, ARE CONSIDERABLY MORE 
EXPENSIVE THAN THEIR COMMERCIAL EQUIVALENTS. THE GENERATORS 
USED FOR THE IDB MEETING HAVE AN ORIGINAL TOTAL 
ACQUISITION COST OF ABOUT $60,000. COMMERCIAL 400 KVA EQUIP- 
MENT IS PRICED AT US $35,000 - 40,000. 

2. IF GOJ IS INTERESTED IN US COMMERCIAL SUPPLIERS, THE 
FOLLOWING FIRMS MAY BE RECOMMENDED AS MANUFACTURERS OF 
400 KVA GENERATORS: 

ALLIS CHALMERS; CATERPILLAR; CUMMINGS DIESEL; 
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ELECTRO- MOTIVE DIVISION, GENERAL MOTORS; GENERAL 
ELECTRIC; WAUKASHAU; WESTINGHOUSE. RUSH 



LIMITED OFFICIAL USE 
NMAFVVZCZ 



*** Current Handling Restrictions *** n/a 

*** Current Classification *** LIMITED OFFICIAL USE 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 




Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 15 MAY 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: golinofr 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973STATE092097 

Document Source: CORE 

Document Unique ID: 00 

Drafter: WPKELLY: JANET 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Film Number: n/a 

From: STATE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730546/aaaajhiz.tel 

Line Count: 65 
Locator: TEXT ON-LINE 
Office: ORIGIN ARA 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: 73 KINGSTON 1543, 73 KINGSTON 1234 

Review Action: RELEASED, APPROVED 

Review Authority: golinofr 

Review Comment: n/a 

Review Content Flags: 

Review Date: 24 JAN 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <24-Jan-2002 by boyleja>; APPROVED <25 FEB 2002 by golinofr> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> gwr 980217 

Subject: ELECTRIC GENERATORS USED FOR IDB MEETING 

TAGS: EFIN, JM, XL, XN 

To: KINGSTON 

Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 




